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Message Text 


UNCLASSIFIED 

PAGE 01 ABIDJA 10888 181823Z 

70 

ACTION AF-06 

INFO OCT-01 ISO-OO EB-07 /014W 

086999 

R 181127Z DEC 75 
FM AMEMBASSY ABIDJAN 
TO USDOC WASHDC UNN 
INFO SECSTATE WASHDC 6284 

UNCLAS ABIDJAN 10888 

DEPT PASS TO SPRY ALL 

NEWTON, CONNECTICUT 06470 TELEX 969-632 

EO 11652/N/A 

TAGS: BEXP, IV 

SUB: DEFECTIVE EQUIPMENT 

IMATEC, B.P. 14072, ABIDJAN R.C.I. CONTACTED THE EMBASSY 
ABOUT THE CENTRIFUGE, TYPE RC5THAT WAS DELIVERD TO IFAC (FRENCH 
RESEARCH INSTITUTE FOR FRUIT) JUNE 2, 1975, INVOCIE NO. B72-2023 
WHICH IS NOT FUNCITIONING. THE DEFECTIVE PART HAS BEEN REPLACED 

TWICE AND THEY THINK IT MAY BE BETTER TO REPLACE THE WHOLE 
TEMPERATURE REGULATOR ASSEMBLY. SINCE THE EQUIPMENT IS STILL 
UNDER GUARANTEE AND AS IT HAS NOT BEEN IN OPERATIING CONDITON, 
IMATEC REQUEST YOU FURNISH THEM WITH A COMPLETELY NEW 
TEMPERATURE REGULATOR ASSEMBLY AND THE PERTINENT ENGINETA RING 
DIAGRAM. 

SMITH 

NOTE BY OC/T: NOT PASSED ABOVE ADDRESSEE. 

UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 18 DEC 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975ABIDJA10888 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750440-1033 
From: ABIDJAN 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 9751 230/aaaaazqr. tel 

Line Count: 45 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION AF 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: ElyME 
Review Comment: n/a 
Review Content Flags: 

Review Date: 1 1 JUN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <1 1 JUN 2003 by ReddocGW>; APPROVED <30 JAN 2004 by ElyME> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: DEFECTIVE EQUIPMENT IMATEC, B.P. 14072, ABIDJAN R.C.I. CONTACTED THE EMBASSY 
TAGS: BEXP, IV 
To: COM 
Type: TE 
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